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1. The problem of loss of space and possible interruption to 
production in the 0P0 -State Service printing plant caused by altera- 
tions to South Building h as been look ed into as requested by Col. 

White. As you know, you, ^H^^^^|and myself met with 

©n 2? September 1954 to discuss this entire problem with him. This 
discussion brought out t hat some produc tion problems are caused by 
this construction work. JHHH^^^^tated, however, that he is 
able to keep in practically full production and asked only that he 
be advised well in advance of any work which would actually interfere 
with production in any part of the plant. In several in stances sufficient 
notification was not given of such work. stated 

that the steps taken to assure uninterrupted production were satis- 
factory only as temporary measures and will not do for permanent 
operation of the plant. 

2. There follows answers to the specific questions asked by 
Col. White with respect to this problem* 

a. Space lost During Construction 

So far, the only apace which the plant has lost as 
result of this construction work is a vault (room 227) on the 
second floor of the build ing. This roo m contained a total of 
?0 square feet of space. ^^^^Bl^^|complalned that insuf- 
ficient notice was given with respect to the loss of the use 
of this room, resulting in confustorMjyglocatiiig material 
previously stored in the room. of Real Estate 

and Construction Bivision is about to make available to GPG 
another vault (room 236) containing the same amount of space 
which has recently become available. 

Otherwise, the only space which has been lost is a 
small portion of the bindery where the entrance of the tunnel 
has been cut through toe north basement wall* Arrangements 
have been made with GFQ officials to vacate this entire room 
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during the construction period by relocating the paper cutter 
in another room and moving the balance of the bindery opera- 
tion to Building 7. 

b. Space Which Can Be Made Available 

As mentioned above, room 2 36 can be made available 
and other space in South Building can also be made available 
on a temporary basis. All space which is made available to 
GPQ above the basement in South Building will be on a tempo- 
rary basis and will have to be vacated when the floors are 
carpeted or at the time the I)CI and his components occupy 
the building. 


Additional space is being readied in Building 7. 

GPQ will move a portion of the bindery into this space and 
will operate it here during construction. The space now 
2^X1 A occupied by the portion of the bindery, which is to bo vacated 
zoA A during construct^n^will be available for vault space or 

storage. states that this space will be used for 

storage and seasoning of paper. The necessary alterations 
required to ready this room should be done by GPQ ratter than 
the Agency. 

c. Space Lost After Construction is Completed 

All of the vault space in South Building which GPO 
has been using in the past will be lost to them as a result of 
these alterations and the occupancy of the building by the BOX. 
This amounts to four (it) vaults, totaling 275 square feet of 
space* The only otter space which will be lost to the plant 
after the construction work is completed is a small portion of 
the bindery and wrapping room and the probable loss of the use 
of the last corridor. This corridor has been used for storing 
paper and printed work during the daytime. It is possible 
that the use of the basement entrance and the tunnel by the 
SCI components will eliminate the storing of any printed work 
in this space and it is also possible that skids of blank 
paper may no longer be stored in this space. 

d. Effect of Construction on Plant Production 

The construction work has had a small adverse effect 
on plant production by workmen having access to the workrooms 
and by th^actua^construction work being done in the workrooms 
25X1 A However, HJHH^^^does not seem to think that production 
will be aSPfecue^to^greatly by this work except for cut-offs 
of utilities. 
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3. T here is little else that 
during the period of construction, 
all Measures which have been taken 
not pretend to present a permanent 
Adjustments will be necessary* but 
should await the completion of the 
problems which the Joint Committee 
study is sure to have some bearing 
plant. 


can be done to assist the plant 
It is emphasised* however, that 
are of a temporary nature and do 
solution to any of the problems, 
it is felt that permanent solution 
survey of classified printing 
on Printing is to make. This 
on the permanent status of this 


^ I® pointed out that this plant hag for some time been 
operating in inadequate space and the Agency has had no space to 
offer to alleviate this situation. If the use of the East corridor 
is lost to the plant for storage, as expected, and no suitable space 
Is available to replace the lost vault space* the space situation is 
serious and not good for permanent operation. The loss of a small 
amount of space is a serious situation for this operation and should 
be corrected by the relocation of this plant in more suitable space. 
The loss of the vault space above the basement in South Building arri 
the us© of the bindery space for storage would isean that a portion 
of the bindery would have to be permanently located in Building ?, 
This is not a geo^sit^^^oj^froja a production or security stand- 
point* Further, states that AEG objects to the reloca- 

tion of the biirie^TroinHBecurlty standpoint. A solution to the 
space and security problems caused by these alterations should be 
forthcoming as soon as the construction work is finished and the 
BCI and his components occupy South Building. While tide is not 
the responsibility of the Agency, we do have a vital interest in 
the efficiency and security of this plant. 
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